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The Auditor 

Acting i>putjjr EM. rector (AiaJniatratlon) 
Personnel Ceiling. 


I 

-? - ' 

7 February 19^2 


STATINTL 


1. In order to insure the orderly expansion of the Agency 
with gr^a^r onttel selectivity and within the overfall ceil- 
ing established by the director on 21 January 19 >2, it it, nooes- 
-Kiy to establish personnel ceilings for all co-npon^nta of the 
Agency and to reduce the } -resent rate of «n taring r-r^mml on 
duty • 


2. On 2* February the director approved of "on duty" 

personnel ceiling for your office of lour prea ntly author- 
ised table of organisation calls for Wgfc 

f . y 3 * ^ i)lrrct °r also approved of entering on duty as many 

? A tm i -rsonnel now "in proocss" as can be cleared and are found 

ferfeLll qu alified for lc£ tiTSIto 

£ ~L2S|£ JifiSgSE* W 0 e^jhaalzed the necessity applying these 
standards to future recruiting and directed that through greater 
selectivity the basic r^te of entering twaonnel cr» duty be 
iuced to approximately ^Hper month. 


STATINTL 




l* K. df llTF 

Acting deputy i>i rector 
(Admlniatr* tion) 
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